DART AEROSPACE LTD 


Description: Fitting 


Inspection Dwg: D3299 Rev: C 


FIRST ARTICLE INSPECTION CHECKLIST 


Actual staat 
. ethod o 
Tolerance Dimensio | Accept | Reject Inspection Comments 


Drawing 
Dimension A 
1.00 | +/-0.030 
= 0.302 +0.005/-0.000 
0.550 +/-0.010 


0.900 +/-0.010 
53° +/-0.5° 
0.476 -0.005/+0.000 


„aa | Min = 0.57088 
MOW for 9/18"-18 | Max = 05743 o 
0.200 +-0.030 | | 
0.450 0.010 | | 


— 
0.63 +/-0.030 
2.08 +/-0.030 
| 


0.10 +/-0.030 
Length of 
Engagement for +/-0.010 


1/4 NPT 0.227 
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Date: E Date: | | Date: 
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| 
-0.005/+0.000 added to 0.476 | 
08.07.23 | Dwg Rev updated | 
pated 
Rev updated 
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